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UNCLASSIFIED 

PAGE 01 STATE 020483 

51 

ORIGIN XMB-07 

INFO OCT-01 ARA-16 ISO-OO EB-11 COME-OO TRSE-00 CIAE-00 
INR-10 NSAE-00 RSC-01 /046 R 
66604 

DRAFTED BY XMB:MREICH 
APPROVED BY F.B/OC. A/RF.P:! .ART JEFORTH 
EB/IFD/ODF:EMLINTON 
XMB :DEGIANTURCO 

019320 

R 311458Z JAN 74 
FM SECSTATE WASHDC 
TO AMCONSUL MONTERREY 
INFO AMEMBASSY MEXICO 

UNCLAS STATE 020483 

E.O. 11652: N/A 
TAGS: BPRO 

SUBJECT: FCIA CREDIT INSURANCE REQUEST FOR SALE OF OFFSET 
PRESS AND AUXILIARY PRINTING EQUIPMENT (USED) TO 
SR. ING. RAUL CANTU CANTU 

t EXIMBANK HAS REQUEST FOR CREDIT INSURANCE TO COVER DOLS 
32,542.98 SALE OF OFFSET PRESS AND AUXILIARY PRINTING EQUIP- 
MENT (USED), BY HERBERT BAUMGARTNER D/B/A, NORTH TEXAS 
MACHINERY AND SERVICES CO., TO SR. ING. RAUL CANTU CANTU, 
CONSTRUCTORA Y PAVIMENTADORA MODELO, S.A., MONCLOVA, COAHUILA, 
MEXICO. THERE IS NO GUARANTOR. 

2. ADVISE WHETHER EMBASSY HAS ANY KNOWLEDGE OR COMMENTS 
REGARDING THIS SALE OR PERCEIVES POLITICAL OR OTHER REASONS 
EXIMBANK SHOULD NOT (REPEAT NOT) CONSIDER REQUEST. 

KISSINGER 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE020483 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MREICH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 2/aaaaabdr.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 OCT 2002 by elyme>; APPROVED <25-Nov-2002 by WorrelSW> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FCIA CREDIT INSURANCE REQUEST FOR SALE OF OFFSET PRESS AND AUXILIARY PRINTING EQUIPMENT (USED) TO 
TAGS: BPRO 
To: MONTERREY 
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